AMENDMENT NO. 1 JUNE 2023 
TO 


IS 2094 (PART 2) : 2020 HEATERS FOR BITUMEN (TAR) AND 
EMULSION — SPECIFICATION 
PART 2 BITUMEN SPRAYER 
( First Revision ) 


(Second cover page, Foreword, line 12) — Substitute the following for existing: 
‘Part 3 Emulsion Sprayer’. 


(Page 1, clause 2) — Substitute the following for the existing text mentioned below paragraph: 


IS No. 


Title 
IS 2094 (Part 1) : 2020 


Heaters for bitumen (tar) and emulsion — Specification: Part 1 Bitumen heaters 
(third revision) 


(Page 1, clause 6.1) — Substitute the following for existing: 


“When distributors have pan type of U-shaped tanks, which can be filled from drums, their general construction shall 


comply with the requirements specified in IS 2094 (Part 1). A barrel hoist shall be fitted when required by the 
purchaser’. 


(Page 4, Annex A) — Substitute the following for existing in A-1 below the paragraph: 


‘a) Type (see 4.1); 

b) Nominal capacity (see 5.1); 

c) Whether a barrel hoist is required (see 6.1); 
d) Whether heaters are required (see 8); and 


e) Whether a device for drawing in binder leftover in the spray bar is required (see 13.2).’ 


(MED 18) 
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